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LIGHTING EQUIPMENT, 


Lighting 
Equipment 
of Cran 
by FRANKELITE 
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Twenty-five years. experience in the manufacture 
of lighting equipment. 


Seventy-five thousand square feet of floor space. 
Modern Factory Equipment. 
Advanced Methods of Manufacture. 


Large Scale Production. 


Newly: enlarged. DESIGNING: aad DEVELOP: 

ING DEPARTMENT of qualified PERSONNEL 

EXPERIENCE bringing to you the latest in design, finishes 
and engineering. , 


FACILITIES 
EQUIPMENT These, plus the ‘desire ‘to serve you” make 
ADVANCED METHODS possible the many advantages: v Werareinblontc 
offer you. bm 
PERSONNEL 
TO ae 
ca THE FRANKELITE CO. 


5016 WOODLAND AVENUE 
CLEVELAND, OHIO 
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GENERAL INFORMATION and 
INSTRUCTIONS 


That we may be in a position to serve you promptly and according to your wishes, always 
specify when ordering: 


Quantity, catalogue number, finish. Fixtures are shipped wired unless otherwise specified. 


FINISHES 


Fixtures are carried in stock only in such finishes as are specified and cannot be made 
otherwise. 


SPECIALS 


Diamond “‘F’’ designs and finishes are the result of twenty-five years of manufacturing 
and merchandising experience. Changing in any particular the design or finish of any 
numbers shown in this catalogue not only mars the beauty and destroys the effectiveness of 
the fixture, but invariably increases enormously manufacturing costs, delays delivery, and causes 
general disruption of normal routine to such an extent that we must ask our dealers to guide 
their sales according to the specifications of this catalogue. 


SHIPMENTS AND CLAIMS 


Where routing is not furnished, we use our best discretion. As we employ experienced 
packers and exercise reasonable care, we cannot be held responsible for breakage in ship- 
ments delivered to carrier in good order. Our responsibility ends when we obtain carrier's 
receipt. 


Damage in transit should be adjusted between the customer and the transportation 
company. We are always willing to give the customer all possible help in filing a claim, 
but we cannot, in any case, assume this loss ourselves. 


SHORTAGES 


All orders are checked and carefully rechecked to avoid errors. Packing slips are 
included with each shipment and claims must be made to us promptly. 


TERMS 


To parties of approved credit, NET 30 days, 2% cash discount, if paid within 10 days 
from date of invoice. We solicit new accounts on a credit basis, and to accord these our 
usual service we request that, unless you know yourself to be satisfactorily rated by the 
commercial agencies, your order should be accompanied with references and other infor- 
mation of a credit character. 


C2O-D; 


C. O. D. shipments will be made on receipt of a 25% deposit to cover transportation 
charges both ways. 


RETURN GOODS 


Do not return for credit any goods without first obtaining our permission to do so. 





The entire series is finished Supplied with or without 


in CHROMIUM PLATE 
with Copper and Ebony 


Parchmentized Shades. 
When ordering please 


Enrichments. state which is wanted. 





No. 8295 5 Light 


Spread 21” Length 36” 
Packed individually 
Wired Code: Federal 


In the MODERNE CLASSIQUE SERIES you will find the most sensational achievement in Residential Lighting Fixtures of the year. We 
present this line with pride as an original development of our Designing Staff. It is an excellent example of the finest in Ultra Moderne 
refined and sophisticated taste. 


Modern methods and latest equipment in our plant have placed these fixtures within the reach of all who desire the finest, and yet 
at a price which is, even in these times, very modest. 


No pictured illustration can adequately convey the Brilliance and charm of these fixtures. 
There is a variety of pieces to satisfy every lighting need. This line is sure to be a sensation 
wherever shown. 
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No. 8211 1 Light 





Back 614” dia. Extends 514” ; 
Packed individually, 4 to a unit No. 8212 2 Light me 
Wired Code: Fable Back 614" dia. Extends 514 
Spread 8” 
Packed individually, 4 to a unit 
Wired Code: Fabric 


In addition to the Elegance 
of this series its 
LIGHTING EFFICIENCY 


This series finished in 
IS MAXIMUM. 


CHROMIUM PLATE with Copper 


and Ebony enrichments. 


No. 8201 | Light 








Spread 8” Length 36” 
Packed individually, 2 to a¥unit 
Wired Code:Facade 
ULTRA MODERN 
PERFECT PROPORTIONS 
CLASSICAL BEAUTY 
REFINED AND SOPHISTICATED 
No. 8200 Beam Light 
Diameter 714” Length 5” 
Packed individually, 6 to a unit Furnished with or without Parchmentized| 
Wired Code: Face Shades. 
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LIGHTING Pccurenen: 





La Moderne Classique Series 





No. 8245 5 Light 


Spread 21” Length 23” 
Packed individually 
Wired Code: Facet 





No. 8255 5 Light 


Spread 21” Length 36” 
Packed individually 
Wired Code: Facil 


This Series is furnished in 

CHROMIUM PLATE with 

Copper and Ebony enrich- 
ments. 


ULTRA MODERN 

PERFECT PROPORTIONS 
CLASSICAL BEAUTY 

REFINED AND SOPHISTICATED 


In addition to the Elegance ofthis 
series its LIGHTING EFFICIENCY 
IS MAXIMUM 


No. 8265 5 Light 


Spread 21” Length 36” 
Packed individually 
Wired Code: Facing 


Furnished with or without Parchmentized Shades. 
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La Moderne Classique Series 








This series is finished in 
CHROMIUM PLATE with Copper and 


Ebony enrichments. 






' 
No. 8215 5 Light 


Spread 21” f Length 23 ” 
2 Packed individually 
Wired Code: Fact 


No. 8235 5 Light 

Spread 21” Length 36” 
Packed individually 

Wired Code: Factor 


Furnished with or without 


Parchmentized Shades. 


* ULTRA MODERN 
PERFECT PROPORTIONS 
CLASSICAL BEAUTY 
REFINED IN TASTE 


In addition to the Elegance of this 
series, the lighting efficiency is 
MAXIMUM. 


Ne } 


No. 8225 5 Light 

Spread 21” Length 36” 
Packed individually 

Wired Code: Faculty 
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No. 8100 Beam Light 
Diameter 614” Length 5” 
Packed individually, 6 to a unit 


Wired Code: Fade 


No. 8145-S — 5 Light 





No. 8145 5 Light 


Packed individually, 4 to a unit Spread 18” Length 36” 
Note: This is same as No. 8145 but is Packed individually, 4fto a unit 
shown with shades. Wired Code: Fading 
Wired Code: Fag 


The Inspiration for the design of THE OLD COLONY 
SERIES has been drawn from the beautiful specimens of 
tne EARLY AMERICAN metal craftsmen. These pieces 
will bring the splendid taste of our forebears to the 
modern residence, at extreme low cost. The lighting 
effects of these fixtures are extremely pleasing and quite 
efficient. 


All the pieces in the OLD COLONY SERIES are 
finished in light pewter with trimmings in old brass, 
a combination both appropriate and effective. 
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No. 8112 2 Light 





No. 8111. 1 Light Any of the pieces shown are furnished Back 51%"x10" Extends 6” 
Back 5144"x10"” Extends 6.” with or without parchmentized shade. Spread 814” 

Packed individually, 6 to a unit Packed individually, 6 to a unit 
Wired Code: Fagot Wired Code: Fain 
(7) 
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All pieces in the OLD COLONY 
SERIES are finished in Light Pewter 
with trimmings in Old Brass. 





No. 8123 3 Light 





Spread 15” Length,14 ” 
Packed individually, 4 to a unit 
Wired Code: Faint No. 8125 5 Light 


Spread 18” Length 14 ” 
Packed individually, 4 to a unit 
Wired Code: Fair 


No. 8101 Drop Type 
Spread 7” Length 36” 
Packed individually, 


3 to a unit 


Wired Code: Falter 


Also made in Ceiling Type sx: 


No. 8110 Ceiling Type 
Spread 7” Length 13” 
Packed individually, 


3 to a unit 
Wired Code: Fame 





No. 8133 3 Light 


Spread 15 ” Length 36” 
Packed individually, 4 to a unit No. 8135 5 Light 
Wired Code: Faith Spread 18 ” Length 36" 
Packed individually, 4 to a unit 
Wired Code: Falcon 
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LIGHTING EQUIPMENT 





The Wellington Series 





FOR ECONOMY IN SHIPPING, 
THESE NUMBERS ARE MADE OF 
DURALITE CAST METAL 
(DURABLE, YET LIGHT IN WEIGHT) 









No. 8011. 1 Light 


Back 5146"x 916” Extends 7 ” 
Packed individually,"67to a unit 
Wired Code: Famish 


No. 8025 5 Light 


Spread 18” Length 16” 
Packed individually, 4 to a unit 
Wired Code: Family 





No. 8000 Beam Light 
No. 8035 5 Light 


Diameter 6” Length 314%” 
Spread 18” Length 36” Packed individually, 6 to a unit 
Packed individually, 4 to a unit Wired Code: Fan 
Wired Code: Famine 


The WELLINGTON SERIES is neat and modern in design, with"charming decorative enrichments 
both in the metal parts and glass panels. 


This series is furnished in the New Wellington Finish, achieved by a browntone 
overglaze on an Aluminum background, giving an effect charmingly moderne. 
The glass panels are in a delicate champagne color. This combination gives a 
very happy radiance when the fixture is in use. 
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FOR ECONOMY IN SHIPPING, 
THESE NUMBERS ARE MADE OF 
DURALITE CAST METAL 
(DURABLE, YET LIGHT IN WEIGHT) 





No. 7800 
Diam. 54%” . Depth 4” 
Packed individually, 6 to a unit 
Spread 20” Length 17” Code: Ether Wired 
Packed individually, 3 to a unit 
Code: Erase Wired 





MARLOW: Metal parts of antique brass finish with Cham- 
pagne color glass panels to match, a fascinating finish that will 


retain its beauty indefinitely. 





No. 7801 
Extends 444” = Back, 1014” x 614” 
Packed individually, 6 to a unit No. 7806 
Code: Escape Wired Spread,20” Length 36” 
Packed individually, 3 to a unit 
Code: Evade Wired 
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FOR ECONOMY IN SHIPPING, 
THESE NUMBERS ARE MADE OF 
DURALITE CAST METAL 
(DURABLE, YET LIGHT IN WEIGHT) 


No. 7901 
Extends 414” Back 1144"x7” 
Packed individually, 6 to a unit 
Wired Code: Event 


No. 7915 5 Light 


Spread 21 ” Length 20” 
Packed individually, 2 to a unit 
Wired Code: Exist 


The Manchester series was 
designed for interiors where 
more massiveness is desired, 
yet the delicate details of the 
ornamentation of these fixtures 
adds charm to the scheme. 





Fixtures in this line are finish- 2, 
ed in a beautiful bronze, 
highlited and blended with : 


delicate coloring. 





No. 7912 2 Light No. 7916 5 Light 


Spread 9 ‘ Length 830” S ” ” 
pes : pread 21 Length 36 
Packed individually, 2 to a unit Packed individually, 2 to a unit 
Wired Code: Exile Wired Code: Extort 
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The Fenwick Series 









FENWICK: A very pleasing finish. A back- 
ground of sombre gold, artistically blended 
with soft shades of green and red; richly an- 
tiqued with a shade of russet brown. A fas- 
cinating finish that will retain its beauty inde- 
finitely. This beautiful combination is delight- 

fully set off by the use of 
honey color glass shades. 















by 
SY: 


Spread 21” Length 20” 
Packed individually, 2 to a unit 
Code: Budget Wired 
No. 1252 — 2 Light 
Spread 10” Length 30” 
Packed individually, 2 to a unit 


Code: Bungle Wired 





No. 2618-1049 No. 1256 
Spread 1214” Length 10” Spread 21” Length 36” 
Complete with glass as shown ae 
i pak ks fade sbtoney; Rose or Packed individually, 3 to a unit 
French Crystal Code: Burst j 
Packed individually, 6 to a unit oer as ail 
Code: Crisp Wired No. 1251 
No. 2617-1049 Drop Style PRICES INCLUDE GLASS iene Back Niel 7as 
Packed individually, 6 to a unit AS SHOWN Packed individually, 6 to a unit 
Code: Crisis Wired Code: Buckle Wired 


FOR ECONOMY IN SHIPPING, THESE NUMBERS_ARE MADE OF purAUTE CAST METALE(DURABLE, YET LIGHT IN WEIGHT) 
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also made with convenience receptacle 


No. 7100 No. 7156 — 5 x 1 Light No. 7101 
With bottom center light Extends 6” Back 94" x 5” No, 7121 
Packed individually, 6 to a unit Extends 6” Back 11” x5” 
Packed individually 6 toa unit 
Wired 


Spread 18” Length 36” 
Wi 
ted Code: Winter 


Diameter 8” Length 514” 
Packed individually, 3 to a unit 
Wired 


Packed individually, 6 to a unit 
Code: M Wi 

ode: Mean ired ERPET UPS 
FOR ECONOMY IN SHIPPING, THESE NUMBERS ARE MADE OF DURALITE CAST METAL (DURABLE, YET LIGHT IN WEIGHT) 


Code: Melon 


C H A R M 





No. 7115 — 5 Light 
Spread 18” Length 16” 


Packed individually, 2 to a unit 
Code: Mental Wired 


The fixtures here shown are furnished only in the 
“Mayfair Finish,’’ a highlited bronze antiqued 
with browntone similar to colored illustration on 
page 13. 





FOR ECONOMY IN SHIPPING, 
THESE NUMBERS ARE MADE OF 
DURALITE CAST METAL 
(DURABLE, YET LIGHT IN WEIGHT) 


No. 7116 — 5 Light No. 7106 — 5 Light 
Spread 18” Length 36” Spread 18” Length 36” 
Packed individually, 4 to a unit Packed individually, 3 to a unit 
Code: Mercy Wired Code: Mend Wired 
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LIGHTING EQUIPMENT 





The Avalon Series 





No. 7400 
Spread 10” Depth 4” 
Packed individually, 6 to a unit 
Wired Code: Emery 





Spread 16” Length 14” 
Packed individually, 3 to a unit 
Wired Code: Embrace 


No. 7415 i} 


FIXTURES FURNISHED COMPLETE 
WITH GLASS AS SHOWN 


Well diffused, shaded light. 


Correct in every detail. 


FOR ECONOMY IN SHIPPING, 
THESE NUMBERS ARE MADE OF 
DURALITE CAST METAL 





No. 7416 (DURABLE, YET LIGHT IN WEIGHT) 
Spread 16” Length 36” 
Packed individually, 4 to a unit 
Wired Code: Emblem 


AVALON: Bank Bronze is the basic color. Richly antiqued with 
a soft shade of russet brown and appropriate touches of orange, 


properly blended together, producing a fascinating finish that will 





retain its beauty indefinitely. Two-tone amber shades to match. 


No. 7401 
Extends 5144” Height 1034 ” 
Packed individually, 6 to a unit 
Wired Code: Elude 
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No. 7702 No. 7701 
Spread 12” Back 11” x 4” Extends 7” Back 11” x 4” 
Packed individually, 3 to a unit Packed individually, 3 to a unit 
Code: Effect Wired Code: Envy Wired 


¥ 
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No. 7700 
Diam. 6” Length 44° 
Packed individually, 
6 to a unit 
Code: Engage 
Wired 





No. 7705 
Spread 93” Length 21” 
Packed individually, 2 to a unit 
Code: Epic Wired 
a Sane No. 7706 
These numbers are finished in Swedish Iron, appropriately Spread 23” Length 36” 
trimmed with Antique Gold Finish Packed individually, 3 to a unit 
Code:Erupt Wired 
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LIGHTING c EQUIPMENT. 


The Newbury Series 








ALL NUMBERS IN THE NO. 6700 
NEWBURY SERIES CAN BE SUPPLIED 
IN EITHER NEWBURY PEWTER OR 
NEWBURY GOLD. WHEN ORDER- 
ING, SPECIFY FINISH DESIRED. 


No. 6708 — 5 Ligh 


No. 6728 
Spread 20” z Length 42” Spread 20” Length 42” 
Packed individually, 2 to a unit 
Packed individually, 2 to a unit Codes lanbia Wien 
Code: Loom Wired 


No. 6709 


Spread 12” Length 36” 
Packed individually, 2 to a unit 
Code: Lion Wired 





A group of fixtures of Colonial Type 
bringing to the interior the beauty and 





No. 6721 grace reminiscent of the Old Colonial 
Bacnde a Back 8” x 44" Days. Fixtures are furnished complete No. 6701 
Sey faye : with glass. 
c eres individually, 3 toa nt ; 9 Pere laegt Back 8"x 414" 
ode: Loage 1e Packed individually, 3 to a unit 


Code: Libra Wired 
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These fixtures are furnished in either bronze or 


pewter with trimmings in old brass effect. When 


ordering specify finish desired. 





No. 8335 5 Light No. 8345 5 Light 


Spread 18 ” Length 36” Spread 18” Length 36” 
Packed individually, 2 to a unit Furnished with or without shades 
Wired Code: Fanatic Packed individually, 2 to a unit 
Wired Code: Fancier 


In the. VICTORIA SERIES will be found a modified Colonial 
group in which the graceful sweep of the arms have been 
combined with clever forgecraft replacing the usual spindles 
and adding an airiness to the fixtures making them especially 
suited to the smaller residence. 





No. 8311 1 Light No. 8312 2 Light 
Back 6” x 4" Extends 5 ” Back 6” x 4” Spread 7 ” 
Packed individually, 4 to a unit Extends 5 ” 
Wired Code: Fancy Packed individually, 4 to a unit 
Wired Code: Fang 
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No. 8325 5 Light 


Spread 18” Length 18 ” 
Packed individually, 2 to a unit 
Wired Code: Farewell 





No. 8333 3 Light 





Spread 12” Length 7” 
Packed individually, 2 to a unit No. 8355 5 Light 
Wired Code: Far Spread 14” Length 8” 
Packed individually, 2 to a unit 
Wired Code: Fare 





No. 8300 Beam Light 


Diameter 514” 
Packed individually, 12 to a unit 
Wired Code: Farm 


Where a flush ceiling type fixture is desired the Victoria Series offers simple and dignified beauty at low cost. 


These fixtures are finished either in bronze or pewter with ornaments in old brass. 


When ordering state finish required. 
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No. 8453 3 Light 


Spread 12” Length 7” 
Packed 6 to a carton 
Wired Code: Farmer 





No. 8411 1 Light No. 8485 5 Light 


Back 6” x 4” Extends 5 ” Spread 14” Length 36” 
Packed 4 to a carton Packed 6 to a carton 
Wired Code: Fasten Wired Code: Facia 


This line is finished in Browntone 


with antique brass ornaments. 





No. 4070 Beam Light 


Diameter 514” 
Packed 5 to a carton, 30 to a unit 


Wired Code: Fee 
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No. 8455 5 Light 

Spread 18” Length 8” 
Packed 6 to a carton 

Wired Code: Farming 





No. 8412 2 Light 


Back 6"”x 4” Extends 5 ” 
Spread 7” 
Packed 2 to a carton 
Wired Code: Fast 


The ECONOMY SERIES offers a 
group of lighting fixtures where 
neat and effective decorative 
lighting is wanted at lowest cost. 
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No. 6102 
Weathered Copper 
Back 94%” x 414" Spread 21” Length 36” Spread 914" Back 9144" x 414" 
Packed individually, 6 to a unit Packed individually, 4 to a unit Packed individually, 4 to a unit 
Code: Legal Wired Code: Lotus Wired Code: Limber Wired 
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No. 6106 — 5 Light 


No. 6101 
Valley Forge 


Valley Forge 








No. 6105 5 Light 


No. 6103 3 Light Spread 21” Length 13” 
Spread 19” Length 13” + ee individually, 3 to a unit | 
Packed individually, 3 to a unit Ire Code: Logic 
Wired Code: Lime 









No. 6100 
Diameter 6” Length 414” 
Packed individually, 6 to a unit 
Wired Code: Lance 


Fixtures on this page can be 
supplied in Valley Forge or 
Weathered Copper finish, like 
shown on page 91. 
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No. 6104 3 Light No. 6107 5 Light 
Spread 19” | Length 36" Spread 20 ” Length 36” 
Packed individually, 3 to a unit Packed individually, 3 to a unit 
Wired Code: Lingo Wired Code: Lure 








No. 8545 5 Light 


Spread 16” Length 5” 
Packed individually, 6 to a unit No. 8555 5 Light 
Wired Code: Fasting Spread 16” Length 10" 
Packed individually, 6 to a unit 


Wired Code: Fate 


No. 8535 5 Light 


Spread 16” Length 36” 
Packed individually, 6 to a unit 
Wired Code: Fated 


FOR ECONOMY IN SHIPPING, THESE NUM- 
BERS ARE MADE OF DURALITE CAST METAL 
(DURABLE, YET LIGHT IN WEIGHT) 





No. 8512 2 Light No. 8511 1 Light 
Spread 814” Back 11” x 4144” Extends 4144” Back 11” x 4146” 
Packed individually, 12 to a unit Packed individually, 12 to a unit 
Wired Code: Fateful Wired Code: Father 


This series is designed in the French Moderne feeling and is richly decorative. These fixtures are 
appropriate for any interior and are surprisingly low in price. The series is made complete in its 


variety with a piece for every lighting need. 


Finished in Antiqued Bronze appropriately high-lighted. 
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No. 8543 3 Light 


Spread 12” Length 5” 
Packed individually, 6 to a unit 
Wired Code: Fathom 





No. 8500 Beam Light 


Spread 9” Length 2” 
Packed individually, 12 to a unit 
Wired Code: Faucet 
No. 8533 3 Light 
Spread 12” Length 36” 
Packed individually, 6 to a unit 
FOR ECONOMY IN SHIPPING, Wired . Code: Fatigue 


THESE NUMBERS ARE MADE OF 
DURALITE CAST METAL (DURABLE, 
YET LIGHT IN WEIGHT) 





No. 8532 92 Light No. 8542 92 Light 
Spread 12 a Length 36” Spread 12” Length 4” 
| Packed individually, 6 to a unit Packed individually, 12 to a unit 
Wired Code: Faun Wired Code: Favor 


The pictured illustrations of this scarcely convey the decorative charm of the fine craftsmanship. 
Though very moderately priced, the fixtures will enhance any interior. 


Finished in Antiqued Bronze appropriately high-lighted. 
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2705 
Pompeian 


2706 Minerva 


When ordering please specify etettjelmelastacte! 


No. 2707 — 5 Light No. 2706 — 5 Light No. 2705 — 5 Light 


Spread 16” Length 36” Spread 16” Length 36” Spread 16” Length 10” 
Packed individually, 4 to a unit Packed individually, 6 to a unit Packed individually, 4 to a unit 
Code: Custom Wired Code: Curt Wired Code: Curio Wired 


cen aU 





spread 10° 7 , 4 = Extends 6” Back 11” x 4” 
Packed individually, 6 to a unit é oe Fen. : 
Caden Con Wired Packed individually, 6 to a unit 

eels re Code: Cubic Wired 





No. 2703 
Spread 12” Length 12” 
Fixtures on this page decorated in Packed individually, 3 to a unit When aidaninakbetrura toscecie 
Minerva or Pompeian. Code: Cult Wired Finish pre 
No. 2712 — 2 Light 
Spread 13” Length 12” 
Packed individually, 3 to a unit 
Code: Cut Wired 





No. 2700 
Diameter 514” Depth 314” 
Packed individually, 6 to a unit 
Code: Cube Wired 





No. 2732 — 2 Light 





Spread 13” Length 5” 
Packed individually, 6 to a unit 
an Code: Curate Wired 
o. 2704 — 3 Light — : 
Sey ti Ace No. 2733 — 3 Light No. 2722 — 2 Light 
E : ; sled “alse ee, Length 5” Spread 13” Length 36” 

acked individually, 3 to a unit acked individually, 4 to a unit ee ee , 
oy ae ned Codattunent Wired Packed individually, 3 to a unit 


Code: Cycle Wired 
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Spread 18” Length 12” 
Packed individually, 4 to a unit 
Code: Lash Wired 


Spread 18” Length 36” Spread 18” Length 36” 
Packed individually, 6 to alidege Packed individually, 6 to a unit. 
Code: Lark Wired Code: Larder Wired 





No. 6011 





Extends 41% ig Back 4” x 6” 
c No. 6010 Packed individually, 6 to a unit “ No. sige 
xtends 414” Back 4” x 6” Code: Lake Wi iameter 514" 
Packed individually, 6 to a unit wed Packed 5 to a package, 30 to a unit 
a Wired Code: Kelp 


Code: Lag Wired 





No. 6021 


Length 33” 
Packed individually, 12 to a unit 
Code: Latin Wired, Key Socket 


FIXTURES ON THIS PAGE 





. No. 6012 ees 
Spread 14° Length 36” DECORATED IN GOLD AND No. 6013 
Packed individually, 4 to a unit POLYCHROME Spread 15” Length 36 
Code: Land Wired Packed individually, 4 to a unit 
Code: Lap Wired 
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No. 7202 


gene No. 7215 Spread 814” Back 11” x 414” 
Jas ? Spread 1514” Packed individually, 6 to a unit 
Extends 41% Length 11 Packed individually, 6 to a unit Code: Beast Wired 
Packed individually, 6 to a unit Godeuslincd Wired 
Code: Beam Wired 












No. 7205 


Spread 154%” Length 11” 
Packed individually, 6 to a unit 
Code: Brat Wired 
Also Made 
No. 7203 — 3 Light 
Spread 12” Length 11” 
Packed individually, 3 to a unit 
Code: Bark Wired 


Way : 
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No. 7206 
Spread 15%” Length 36” 
No. 7207 WINSTON: A Basic decoration Packed individually 6 toa unit 
Spread 15}4” Length 36” of Gold richly antiqued with soft Code: Boast ; Wired 
Packed individually, 4 to a unit ah icten OE ciscet Rema eee Can be supplied with Turn Knob Sockets 
Code: Brute Wired a No. 7206! 
nating finish. Packed individually, 6 to a unit 
Can be supplied with Turn Knob Sockets Code: Band Wired 
No. 720714 Also Made in 7204 — 3 Light 
Packed individually, 4 to a unit Spread 12” Length 36” 
Coles Revel Wired Packed individually, 3 to a unit 
: Code: Bait Wired 
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No. 7080 


Diameter 8” Length 8” No. 7081 
Decorated in Butler Silver Diameter 10” Length 9” 
Packed individually, 1 to a unit Packed individually, 1 to a unit 
Code: Motto Wired 


Code: Morse! Wired 





Our CRYSTAL SERIES consists of a large variety of practical and well adapted pieces. A‘Fix- 


ture for every need, harmoniously related. 





No. 7012 No. 7011 
Spread 8” Back 104%” x 414” Extends 6” Back 1014” x 414” 
Packed individually, 3 to a unit Packed individually, 3 to a unit 
Code: Maid Wired Code: Magnet Wired 





No. 7043 — 3 Light 


Spread 17” Length 22” 
Packed individually, 6 to a unit 
Wired Code: Malt 


The CRYSTAL Fixtures shown on this and the following pages furnish a Brilliant Formality and rich sparkling festive 
spirit to interiors. The rooms take on the gorgeousness of jewels and become resplendent when illuminated. 


Crystal series on this page can be fur- High grade fire-polished crystals used 


nished only in Antique Silver finish. on all numbers. 





Diameter 514” Length 7” 
Packed individually, 3 to a unit 
Code: Macaw Wired 
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LIGHTING P EQUIPMENT 


The Crystal Series 





Crystal Fixtures onf this 
page can be furnished only 
in Antique Silver finish. 


4 
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For interiors of rich formal 





No. 7040 — 3 Light beauty, the group shown No. 7043 — 3 Light 
Spread 16” Length 25” in this series adds the Spread 17” Length 29” 
Packed individually, 1 toa unit. brilliant keynote necessary. Packed individually, 1 toa unit 
Code: Mason Wired Code: Malt Wired 


The crystals catch and re- 
flect the lively colors of the 
furnishings, thus adding a 
sparkling highlight, enliv- 


ening and satisfying. 


High grade fire-polished 
crystals used on all fixtures 


here shown. 
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No. 7044 — 3 Light 


No. 7042 — 3 Light 
2 Spread 17” Length 40” 


Spread 16” Length 36” Paar 3 
Packed individually, 1 to a unit Packed individually, 1 to a unit 
Code: Matron Wired Code: Mango Wired 
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Diameter 9” Length 12” 
Packed individually, 1 to a unit 
Code: Major Wired 
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LIGHTING ip EQUIPMENT 


The Crystal Series 


All fixtures here shown are fur- 
nished with high-grade fire- 
polished crystals. 








No. 7039 — 1 Light 


Spread 12” Length 20” 
Packed individually, 1 to a unit 
Code: Mark Wired 


The fixtures shown on this page are suited tor the smaller formal rooms and other parts of the 


residence where it is desired to add the charming touch of brilliant formality. The effect of the 


proper use of crystal fixtures is to make spaces appear larger than they really are. 





No. 7063 
Diameter 9” Length 30” 
Packed individually, 1 to a unit 
Code: Maize Wired 





Crystal series shown here can be 


furnished only in Antiaue Silver 


finish. 





No. 7041 —1 Light 


Spread 12” Length 36” 
Packed individually, 1 to a unit 
Code: Manor Wired 
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LIGHTING if EQUIPMENT 








The Crystal Series 


Crystal fixtures are furnished only 


in Antique Silver finish. No. 7045 — 7 Light 


é Spread 25” Length 29” 
BRIE SSP SGU EPEC ae Packed individually, 1 to a unit 
made of solid brass and are GoteiMales Wired 


equipped with* high-grade fire- 
polished crystals. 
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No. 7046 — 7 Light No. 7047 — 7 Light 
Spread 25” Length 40” Spread 25” Length 40” 
Packed individually, 1 to a unit Packed individually, 1 to a unit 
Code: Mallet Wired Code: March Wired 












No. 8453 3 Light 
: ae 8411 ‘! Light Spread 19” Length Sua No. 8412 9 Light 
Back 6” x 4 Extends 514” Packed 6 to a carton Back 6" x4" Extends 514” 
Packed 4 to a carton, 12 to a unit Wired Code: Faun Packed 2 to a carton, 12 toa inte 
Wired Code: Favorable Wired Tae Favorite 





No. 1013 2 Light 


Spread 12” x 6” 
Packed individually, 24 to a unit 





Wired Code: Fay 
No. 1012 
Spread 12” x 6” 
No. 1012% Decorated in ee Polychrome or 
St ae a enhane ced individually, 24 sone 
Code: Adrift Wired 


Equipped with Pull Switch for 
control of lights 
Packed individually, 12 to a unit 
Code: Ancient Wired 


HALLS, BEDROOMS, BREAKFAST-NOOKS. 


Here are shown a group of fixtures adapted to the use in 


They are simple and pleasing in design™and finished in very restful colors. 


The finish consists of a backgroundzof rich mellow Ivory antiqued and enlivened with touches of pastel tones. 





No. 8500 Beam Light 
Spread 9” 


( \ 
ead Packed individually, 12 to a unit No. 8542 9 Light 
Wired Code: Feature Spread 12" x 6" 


Packed individually, 6 to a unit 





No. 8543 3 Light 


Spread 12" Length 372” Wired Code: Feather 
Packed_ individually, 6 to a unit 
Wired Code: Feat 


The group shown above is designed in the Moderne French Feeling. The Fixtures are cast in DURALITE, a 
light strong and durable metal. 


The finish of all Fixtures shown on this page is a 
beautiful Ivory background, antiqued and en- 
livened with touches of pastel tones. 





No. 8511 1 Ligh 


No. 8512 2 Light 


Spread 814” Back 11” x 44%” essere ; ay Length ‘ils 
Saat aes Packed individually, 6 to a unit 
Packed individually, 6 to a unit Wired age heat 
Wired Code: Fed noes Code: Feeble 





No. 2618-1094 


Spread 91144” Length 36” 
Complete with glass as shown 
In either Jade, Honey, Rose or 
French Crystal 
Packed individually, 6 to a unit 
Code: Crisp Wired 
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Bedrooms, Halls, Breakfast- Nooks 


No. 1988 ““MODERNIZER” will, with 
as little effort as merely screwing into 
socket like a bulb, change the entire 
lighting effect of a room and “MOD- 
ERNIZE”’ it at least cost. The Bottom 
consists of a beautiful piece of cham- 
pagne glass, giving in addition to the 
indirect lighting, a beautiful golden 
glow decorative light. 





No. 1022 
Length 33” 91%" Fitter 
Less Glass — Furnished in Browntone 
Packed individually, 24 to a unit 
Bare Wired, Key socket 
Wired, Pull socket 


Code: Assist 
Also made with Ball Lamp Adapter 
Specify H-1022. No. 1975 
Code: Assume Extends 5” Back 1114” x 4” 
Wired with Convenience Outlet 
Finished in Gold and Polychrome 
or lvory and Polychrome 
Packed individually, 6 to a unit 
Code: Relay Wired 





The novel feature in the fixture No. 
1975, provides a convenience outlet in 
the bedroom or breakfast-nook where 
electrical appliances such as curling 
irons, vibrators, heaters, toasters, etc.r 
are often used. 





No. 7800 
Diameter 51%” Depth 4” 
Packed individually, 6 to a unit 
Code: Ether Wired 





No. 1988 


MODERNIZER 


Spread 1214” Glass reflector 5” 

Wired, easy to install, simply insert in 

oe as you would an ordinary lamp 
ulb. 


SEMI-INDIRECT 


Attractively finished in Ivory with 
black trim and Champagne color bowl 
to match. Reflector is made of heavy 
gauge Duralite metal, with highly 
polished reflecting surface on the inside, 


Designed for use with 150 watt 
Designed for use with 150 watt lamps. 


Packed individually, 6 to a unit 
Code: Gem 





No. 7400 — 5 Light 


Spread 16” Depth 4” 
Packed individually, 6 to a unit 
Code: Noble Wired 


The finish of the group here shown is done ina rich Ivory and enlivened with delicate pastel tones, in addition 


4975 and 1988 as shown above described. 
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No. 4071 


Diameter 5) 
Equipped with Cross Bar 
Packed 5 to a carton, 30 to a unit 
Code: Timber 
Browntone, Bare 
Ivory and Poly, Bare 


Zu 
2 





PR -nreenceceunes a 


No. 1966 — 24" 


Holder Only 
Diameter 44%” 
White Enamel Finish 
or Chromium Plate 
Equipped with Cross Bar 
Packed 5 to a carton, 30 to a unit 


Code: Tinge Bare 








No. 4070 


Diameter 5144” 

Packed individually, 30 to a unit 
Code: Kelp Bare 
Browntone, Bare 
lvory and Poly; Bare 


In the group of Kitchen units here shown, all holders, with the exception of Nos. 4070 and 4071 may be ob- 
tained in CHROMIUM PLATE. This finish is especially adaptable to the modern kitchen and harmonizes with 


up-to-date kitchen appointments. 


All units here shown can be furnished with or without glass as desired. 


Fixture Only 
No. 1985 4” Fitter 


Glass Only 
No. 2280 8164" x 4" 


Complete, packed in individual cartons as 
No. 3108—Consists of No. 1985 white 
Enameled 4” Keyless receptacle Holder 
with No. 2280—816"” x 4” Glass unit. 


Code: Pace 


No. 3108P—Consists of No. 1985 
White Enameled 4” Holder wired with 
pull-chain receptacle No. 29280— 814” 
x 4” Glass unit. 


Code: Parent 
The above combinations may also be 
had with holder finished in Chromium 
Plate if desired. In ordering be sure to 
specify finish. 
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No. 1983 4” Fitter only 
Finished in White Enamel or in Chrom- 


ium Plate and wired with keyless or 
pull-chain receptacle. 


Code: Feed 


Specify 1983P if wanted with pull-chain 
receptacle. 


Fitter with pull-chain Code: Feeder 
No. 2248 — Glass Only 


This Glass unit is new in design and 
ultra modern in feeling. Consists of a 
one-piece opal body and a clear crystal 
bottom so ingeniously arranged that the 
unit gives a beautiful general diffused 
illumination and also a focused clear 
light due to the crystal bottom. 


Glass, Code: Feeding 


Fitter keyless 


Ea O05 mE PeiMan Eeeh cor 





No. 1986 — 4” Holder Only 


This Holder is equipped with 4-foot 
cord and switch with convenience re- 
ceptacle and is furnished in White 
Enamel finish or Chromium Plate. 

Packed individually, 36 to a unit 


Code: Feel 


Glass Only — No. 2280 
Code: Parent 
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LIGHTING _ EQUIPMENT 





The Porcelain Series 
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Above is pictured our latest series of Porcelain Lighting Fixtures. These pieces are conceived in the Moderne Feeling, charmingly deco- 
rative, refined in taste and without any trace of eccentricity in design. All the ceiling Type Fixtures are finished in a rich ivory accented 
with hand striping in golden orange, the Wall Bracket No. 3410 and 3415 are finished to match these. 


All the other Fixtures shown are finished in White, Green or Black. 
All Wall Fixtures are furnished with or without convenience receptacle. 
For Numbering, Codes and full description see reverse of this page. Ill fixtures packed individually 1% to a unit. 
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No. 3200 
# (Without convenience receptacle) 


Back 7144" x 4%" 
Plain White 
Wired 


No. 3205 


(With convenience receptacle) 


Code: Propel 


Plain White 


Wired 


The Porcelain Series 


Urbs 





No. 3196 
4” Fitter 
White Porcelain Holder 
Keyless 


Wired 


Extends 334” 


Code: Protest 


FINEST™ PORCELAIN—SANITARY 


AND 


Code: Pewter 


ENDURING 





No. 3190 — 1 Light 


One-piece all Porcelain White 
Reflector Unit 


474" Diam. 676” Deep 
6%" Spread 
Wired Code: Pecan 


The above fixtures packed individually 12 to a unit 


PO RCE PATNe oie Rie 324: 0, Onsite 


(For Pictured Illustration see reverse of this page) 


No. 3400 Beam Light 
Size 744" Diam. 
Wired Code: Flag 


lvory and Stripe 


No. 3402 2 Light 
Size 7” x 12” 
Wired Code: Flagon 


lvory and Stripe 


No. 3403 3 Light 
Size 11” Diam. 
Wired Code: Flagrant 


Ivory and Stripe 


This group of Porcelain Fixtures consisting of numbers 3400, 3402, 3403, 3410 and 3415 are 
designed as a harmonious group and are all finished in a rich ivory accented by a neat hand 


striping in a golden orange. 


No. 3410 Wall Light 
Without Convenience outlet 


Wired Code: Flake 


No. 3415 — Same 
With Convenience outlet 
Wired Code: Flaking 
Back 4” x 614%" Extends 414 ” 
lvroy and Stripe 


All Wall Fixtures may be had with or without convenience outlet and are finished in Ivory, White, Green 
or Black, except numbers 3430-3435 and 3440-3445, which are finished in White only. 


No. 3420 Wall Light 
without Convenience outlet 


Wired Code: Flame 


No. 3425 — Same 
With Convenience outlet 
Wired Code: Flaming 
Back 4” x7” Extends 414” 
White, lvory, Green or Black 


No. 3430 Wall Light 
Without Convenience outlet 
Wired Code: Flank 


No. 3435 — Same 
With Convenience outlet 


Wired Code: Flanking 
Back 41446" x 414" Extends 444” 
White only 


No. 3440 Wall Light 
Without Convenience outlet 


Wired Code: Flap 


No. 3445 — Same 
With Convenience outlet 


Wired Code: Flapping 
Back 5” Diam. Extends 8 ” 
Finished in white only and 
furnished with opal glass shade. 


No. 3404 Wall Light 
Without Convenience outlet 
Wired Code: Flash 


No. 3405 — Same 
With Convenience outlet 


Wired Code: Flashing 

Back 4144” x 84%” Extends 4 ” 

Finished in Ivory, White, Green 

or Black and furnished with opal 
glass shade. 


This group of porcelain Wall Fixtures are rich in variety and new in design. 


They are suitable for BEDROOM, BATHROOM, BARBER SHOP, BEAUTY PARLOR, Etc. When ordering please state color wanted. 
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Packed individually 12 to a unit 
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No. 235 2 Light 
Spread 12” Depth 314” 


72 


Bottom removable for bulb replacement. 
2 Socket attachment and equipped with 


cross bar. 
Packed individually, 4 to a unit 
Bare Code: Feet 





No. 233 
Extends a : rs Overall 15” No. 231 
ack 44" x74" Pande nian a 
Wired Code: Fellow ain TS Aes see Oe} - 
Wired Code: Fel 


No. 225 


Estends 7” Overall Length 10” 
Packed individually, 4 to a unit 
Wired Code: Feign 


The group of lantern fixtures shown on this page 
are of entirely new design. The decorative treat- 
ment and craftsmanship are unusually attractive, 
The parts are made of rigid castings but very light 
and strong, rustproof and enduring. These lan- 
terns are so made that light bulbs are practically 
theft-proof. 


The Finish is antiqued rust-proof copper or Swed- 
ish lron effect. 


All lanterns are furnished with amber crackle glass 
with the exception of No. 225 which is of novel 
design and does not require any glass. 





All Lanterns shown here are packed No. 232 
individually 4 to a unit Spread 6” Length Overall 20° 
No. 230 Wired Code: Felt 


Spread 6” Overall Length 15 ” 
Wired ode: Feline 
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No. 211 
Length overall 11” Extends 84%” 
Roof Diam. 6” Lantern Depth 84” 
Open Bottom 
Equipped with Cross Bar 


Individually packed, 4 to a unit 
Code: Refuge Wired 





No. 212 


Length overall 18” 
Canopy Diameter 4%” 
Roof Diam. 6” Lantern Depth 84” 
Open Bottom 
Equipped with Cross Bar 
Individually packed, 3 to a unit 
Code: Remedy Wired 


No. 214 
Extreme Diameter 814” 


Depth 514” Open Bottom 


Equipped with Cross Bar 
Individually packed, 4 to a unit 
Code: Repast Wired 





No. 3090-5 
Iron Flush Exit 
Depth 3” Insert Box 6” x 12” 
Face 8” x 14” Height of Letters 5” 
Black Finish 
Packed individually, 3 to a unit 


Code: Revoke Bare 


MADE OF RUST-PROOF 
Duralite Cast Metal 


Lanterns shown on this page decorated 


in Antique Copper with Amber Crack- 
led Glass, or Valley Forge with 
Crystal Crackled Glass. 





No. 3085-5 


lron Surface Exit 
Depth 3” Face 6” x 12” 
Height of letters 5” Black Finish 


Packed individually, 4 to a unit 
Code: Retreat Bare 


ul 











No. 210 
Length overall 10144” 
Canopy Diam. 444” 
Roof Diam. 6” Lantern Depth 814” 
Open Bottom 
Equipped with Cross Bar 


Individually packed, 3 to a unit 
Code: Redeem Wired 





No. 213 
Length overall 1214” Extends 814” 


Roof Diam. 6” Lantern Depth 814” 
Equipped with Cross Bar 
Individually packed, 4 to a unit 
Code: Remote Wired 
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LIGHTING t EQUIPMENT 


The Lantern Series 





No. 221 





Extends 7 ” Back 6144"x 44" 
Length Overall 10” 
No. 223 Length Overall 12” Packed individually, 4 to a unit 
Extends 7” Baoan Canopy Diameter 5” Wired Code: Riot 
Pength Qveralli3i4* Packed individually, 3 to a unit 
Wired Code: Ruin 


Packed individually, 4 to a carton 


Wired Code: Rob 


No. 290, 291, 299, AND 223 ARE MADE OF RUST PROOF DURALITE CAST METAL, 
DECORATED IN ANTIQUE COPPER WITH AMBER CRACKLED GLASS OR VALLEY 
FORGE FINISH WITH CRYSTAL CRACKLED GLASS. 





No. 215 





No. 216 
Length over all 12” Extends 7” Length over all 12” Diam. 544" 
Canopy Diam. 414” Open bottom Canopy Diam. 4%” Open bottom 
Material: Copper Material: Copper No. 292 
Glass: Clear Fresnal Globe Ses Seal Fresnal Globe t enoth Ovecall.a7s 
Finish: Antique Copper Finish: Antique Copper Canopy Diameter 5” 
Packed individually, 2 to a unit Packed individually, 3 to a unit 


Packed individually, 4 to a carton 
Code: Rumor Wired Code: Ruler Wired Wired Code: Rove 
—————“———_______ nee 
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No. 460 
Extension with Shade 10” 
Length Overall with Shade 17” 


Furnished wired with turn knob socket, 
8 ft. of cord and pins for attaching. 


Packed 12 to a unit 
Code: Fence 


No. 485 


Specialties 


Here are shown two of the most sensa- 
tional lamp novelties of the year. A 
Portable Lighting Unit which will re- 
place either Floor or Table Lamp or 
serve as a Wall Bracket. There is no in- 
convenience of a toppling base or any 
obstruction on the floor which may be 
kicked over or ig in the way when 
pieces of furniture have to be moved, 
and in addition has the great conven- 
ience of easy portability. These lamps 
may be placed anywhere at will and 
are readily attached to any wall or 
partition of plaster, wood or other ma- 
terial, by merely slipping lamp over pin 
through hole provided in fixture. 


These convenient lamps may be used 
anywhere desired. All that is needed is 
to plug into nearest outlet or receptacle. 


The lamps come in three beautiful fin- 
ishes, with shades to harmonize. Wher- 
ever these lamps have been properly 
displayed the results have been very 
gratifying. 








No. 461 
Extension with Shade 9” 
Overall Length with Shade 16” 
Furnished wired with 6 ft. of cord, turn 
knob socket with swivel joint and pins 
for attaching. 
Packed 12 to a unit 
Code: Fencing 





No. 486 


INTERIOR FLOODLIGHT 


Adjustable, can be used for ceiling, wall or floor. Made 
of aluminum, finished in Brown. Designed to be used with 
200-watt bulb. Recommended for showrooms, window 
lighting, and special occasions where good color lighting 
is desired. 
Furnished with four color screens: 

Red, Green, Blue and Amber. 

Packed individually, 3 to a unit 


Code: Search Wired, 6 ft. cord 


OUTDOOR FLOODLIGHT 


Adjustable, weatherproof, for general purpose outdoor 
floodlighting, made of aluminum. Designed for use with 
200-watt bulb. It is equipped with stippled crystal 
lens, 3 ft. rubbber-covered weatherproof cord. An eco- 
nomical 200-watt unit for lighting parking areas, drive- 
ways, roadside stands, small signs, etc. Finished in red. 


Packed individually, 3 to a unit 
Code: Sentry Wired 
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No. 8280 — Fixture Only 
Chromium Plated Finish with Ebony_and 


Copper Trim 
Packed individually 
Wired Code: Fender 
No. 2014 Glass Only — 6” Fitter 
12” Diameter 11” Deep 
Opal Glass 
Packed individually 
Code: Fertile 





No. 5006 — Fixture Only 


Bank Bronze Finish 
Packed individually, 12 to a unit 
Wired Code: Kedge 


No. 2272 Glass Only — 6” Fitter 


1234” Diameter 10” Deep 
Packed individually 
Code: Static 


(4.3) 


On this page is shown a group of Commercial Fixtures and Glass units 
developed by us to meet the demand of correctly styled Commercial 
Lighting Equipment. Nos. 8280, 8250, 5506 are finished in Chromium 
Plate with copper and ebony trim. The arrangement is very smart and 
attractive. 


No. 2250 Glass is our latest development. New and modern in design 
with a beautiful opal body giving diffused general illumination. The 
Bottom is clear optic crystal focusing clear light and giving a jewel-like 
charm. Bottom and Body are joined by a chromium plated ring in an in- 
genious manner to make light bulb replacement convenient and safe. It is 
Only necessary to remove the clear bottom for bulb replacement. 





No. 5016 — Fixture Only 


6” Fitter 
Bank Bronze Finish 
Packed individually, 24 to a unit 


Wired Code: Kneed 
No. 2274 — Glass Only 
6” Fitter 
12” Diameter 151%" Deep 


Body — Opal 
Packed individually 
Code: Stream 


















'No. 8250 Fixture Only — 6” Fitter 


Finish, Chromium Plate with Copper and 
Ebony Trim 
Packed individually 


Wired Code: Fern 


No. 2250 Glass Only — 6” Fitter 
Code: Ferrule 





No. 5506 — Fixture Only 


Finish, Chrome or Staturary Bronze 
Packed individually, 24 to a unit 
Wired Code: Ferret 


No. 2250 Glass Only — 6” Fitter 
9” Diameter 1214” Deep 
Opal Body, Clear Crystal Bottom 
Chromium Plated Ring 
Packed individually 
Code: Ferrule 
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General Commercial, School and Store Units 











No. 5006 — 6” Fitter 





Bank Bronze Finish rig ges dl 
Packed individually, 12 to a unit No. 5506 — 6” Fitter No. 4064 — 6” Fitter 
Code: Kedge Wired Equipped with Cross Bar Equipped with Cross Bar 
Packed individually, 24 to a unit Packed individually, 24 to a unit 
No. 5004 — 4” Fitter Bare Code: Ferret Bare Code: Keen 
Packed individually, 12 to a unit No. 5504 — 4” Fitter No. 1985 — 4” Fitter 
Code: Kapok Wired Equipped with Cross Bar SUPE aaa rie ok 
Packed individually, 24 to a unit ife Enamel Fints 


Packed individually, 36 to a unit 


Bare Code: Ferro BN Cadel Glide 


THESE HANGERS ARE FINISHED IN 
BANK BRONZE OR CHROMIUM 
PLATE. When ordering state finish and 


type of socket wanted. 


THESE HANGERS CAN BE FUR- 
NISHED WIRED WITH SPECIAL 
SOCKETS AND SWITCHES FOR USE 
WITH NEW MAZDA 3-LIGHT 
LAMPS. 








No. 5126 — 6” Fitter 


No. 5501 — 6” Fitter No. 5503 — 6” Fitter Nousi ohm rae No. 510874 — 6” Fitter No. 5108 — 6" Fitter 
Swinging Loop Canopy Slip Canopy Atle caciaae hance reir Swinging Loop Canopy Slip Canopy 
Wired Code: Valid Wired Code: Verse equipped with ball swivel- | Wired Code: Knight = Wired Code: Knack 

No. 5502 — 4” Fitter No. 5504 — 4” Fitter screw collar construction. No. 510914 — 4” Fitter No. 5109 — 4” Fitter 


: Unl herwi ifi 
Wired Code: Valor Wired Code: Victim Tae fences eile FS Wired Code: Kodak Wired Code: Knave 


eee shipped standard length, 
Packed individually, namely: 24” overall. Packed Inclividuciity, 


24 to a unit Code No. 5126: Fervid 9446 unit 
Code No. 5124: Fervor 


ALL UNITS SHOWN ON THIS PAGE ARE FINISHED IN STATUARY BRONZE OR CHROMIUM PLATE EXCEPT NOS. 5004 
AND 5006 WHICH ARE FINISHED IN BANK BRONZE ONLY. 
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Commercial, School and Store Units 
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No. 510814 Fixture Only —6” Fitter 


Complete Fixture with Glass, 
Packed in Individual Cartons 


No. 3112 — Consists of No. 510844 
Statuary Bronze, wired complete with 
No. 2999 — 6” x 12” unit. 


Code: Pain 


No. 3114 — Consists of No. 510814 
Statuary Bronze, wired complete with 
No. 22994 — 6” x 14” unit. 


Code: Pang 


No. 3116 — Consists of No. 510844 
Statuary Bronze, wired complete with 
No. 22996 — 6” x 16” unit. 


Code: Pawn 





a ee 
ee eal 


No. 4064 Fixture Only — 6” Fitter 





No. 1985 Fixture Only — 4” Fitter 


Complete Fixture with Glass, 
Packed in Individual Cartons 


No. 3132 — Consists of No. 4064, 6” 
Statuary Bronze, wired with No. 2292 
— 6” x 12" unit. 

Code: Pilot 


No. 3134 — Consists of No. 4064, 6” 
Statuary Bronze, wired with No. 2294 
— 6” x 14” unit. 

Code: Pine 


No.. 3136 — Consists of No. 4064, 6” 
Statuary Bronze, wired with No. 2296 
— 6” x 16” unit. 

Code: Placid 


No. 3108 — Consists of No. 1985, 4” 
White Enamel Holder, wired with No. 
9980 — 84%" x 4” unit. 

Code: Pace 


No. 3108-P — Consists of No. 1985 
4” White Enamel Holder, wired with 
pull chain receptacle and No. 2280 
814” x 4” unit. 

Code: Parent 





a 
foetal 


No. 5108 Fixture Only — 6” Fitter 


Complete Fixture with Glass, 
Packed in Individual Cartons 


No. 3122 —Consists of No. 5108 
Statuary Bronze, wired complete with 
No. 2292 — 6” x 12” unit. 


Code: Peach 


No. 3124— Consists of No. 5108 
Statuary Bronze, wired complete with 
No. 22994 — 6” x 14” unit. 


Code: Peon 


No. 3126—Consists of No. 5108 
Statuary Bronze, wired complete with 
No. 2996 — 6” x 16” unit. 


Code: Phase 


ee rn A nn nea ae 
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LIGHTING 











The Glass Series 





No. 2272 
Plain White 


Diameter 1238” Depth 10” 
Fitter 6” 
Code: Static 





No. 2274 — 6” Fitter 
No. 2250 — 6” Fitter 12” Diameter x 1514” 
Plain White 


Code: Ferrule 
Code: Stream 


This glass packed individually, 12 to a unit 
No. 2950 is new and modern in design. Correctly styled. Beautiful opal body giving diffused general illumination. Bottom is clear 


optic crystal focusing clear light and giving a jewel-like charm. Bottom and body are joined by a chromium plated ring in an ingen- 
ious manner to make light bulb replacement convenient and safe. It is only necessary to remove the clear bottom for bulb replacement. 





rr 
LUMINEX UNITS 
LUMINEX UNITS Std. 
Std. No. Diam. Depth Fitter Pkg. Code 
No. Diam. Depth Fitter Pkg. Code 20907) 8347534" 04" 1 Doz. Shore 
22980 3=6—8l4” 4” 1 Doz. Sieve No. 2248 — 4” Fitter 29092 12” 74%” 6” 1/3 Doz. Shout 


67 
2990 9” 634” 4" 1 Doz. Sign 9094 13144” 8” 6” 1/6Doz. Shoed 


ea ncn ee Sekan i ndividvaliy, 12 fo 
9994 1314” 834” 6” 1/6 ee) Gee Packed individually, 12 to a unit 
2296 1514” 10” 6” 1/6Doz. Slab Code: Feeding 


No. 2248 glass unit is new in design and ultra modern in feeling. It consists of a one-piece opal body and a clear crystal bottom 
so ingeniously arranged that the body gives a diffused general illumination and the bottom a clear focused light. This glass is es- 
kot os ket & Pecially adapted to the modern chromium plated fixtures. 





No. 18347 
Opal Shade 914" Fitter 
OPAL BALLS . OPAL MISSION BELLS Standard Package 4 doz. 
Diameter 6' 314” Fitter ol" Fitter Code: Spark 
Standard Package 3 doz. Sid. Pkg. 
Code: Saddle Diam. Doz. Code 
6" 414 Saber 
J 3 Sack 








f= No. 1985 — 4” Fitter 
No. 4064 — 6” Fitter Diameter — 514” 





No. 4069 — 214" or 4” Fitter 






Diameter — 61%” : 
Statuary Bronze Finish or ee Sa Ee Ue Diameter — 574" 
Chromium Plate Equipped with Cross Bar Browntone, Old Ivory, Ivory No. 4070 
Equipped with Cross Bar Packed aatoa tint and Poly Diaieteriaes tat 
Packed 24 to a Unit Code: Glide Equipped with Cross Bar Ha rei lvor White Enamel 
Code: Keen Packed 36 to a Unit Reman Fanti omit hee ; 
Code: Tile Rustic lron : 


Equipped with Cross Bar 
Packed 30 to a Unit 
Code: Kelp 





No. 1968 
Bushed Canopy 
Diameter—5%” Depth—2l4” 
Brush Brass, Browntone 


No. 4071 poe gy Cec No. 1913 — % Slip 





No. 1964 Diameter — 514" Diameter — 514” 
Diameter — 519” Browntone or Ivory Statuary Bronze Finish 
[Browntone or White Enamel and Poly Finish — Packed 10 to Pkg., 100 to a Unit 
Packed 10 to Pkg., 60 to a Uni Packed 30 to a Unit Code: Tenant 
Code: Team Code: Timber 





No. 1967 — 414” Diam. No. 4136 Adapter 


«White! t 
~White’Enamel and Browntone es ee 





Packeds10 to Pkg., 100 to a Unit No. 1966 — 214" Rare Chiln or: Dae elon Rink 
Code: Festoon Holder Only yee Packed 25 to Pkg., 100 to a Unit 
Diameter — 4% No. 4073 — 514” Diam. Code: Tepee 
White Enamel Finish or Browntone or White Enamel 
Chromium Plate Packed 5 to Pkg., 30 to a Unit 
Packed 5 to Pkg., 60 to a Unit Code: Festival 
Code: Tinge 





No. 1983 — 4” Fitter 


No. 1986—4 " Fitter 


Equipped with 4 ft. 
cord and switch with 


Bare with Strap or Wired 
White Enamel or Chromium Plate 
Code: Feeder 


Code, Bare: Feed 


No. 5061 





Patio ES Center Rod Type Bracket 

tacle. ite Ename Bare Code: Kick Code, Wired, with pull-chain: 

or Chromium Plate Brush Brass or Browntone No Socket Cover Packed 48 to a Unit 
Packed 12 to a Unit, 72 to a Case Paacer 


Packed 36 to a Unit 


Code: Gleam 
(47 | 


White Enamel with Socket Cover 
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LIGHTING ¢ EQUIPMENT 
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eps No. 4076 

IRON HICKEYS Cast Iron Porch Ring 
No. Giae Code Can be furnished in the following size CAST PORCH RING 
4949 -34"F x 4 "F Turpid Fitters: ; FOR SIGN RECEPTACLE 
4950 36" x V4 rE Tusk 3144” — Code: Toga ' 
4959 3% 6"F x 3% mE Tutor is } No. Fitter Code 
4959 3 5M x 14°F Twin 4" — Code: Toil 337 314" Thorn 
4960 ye 5M ae 7a 3 Twirl 6” — Code: Token ” 
4961 34"M x 36°F Twist | ese 2 Hae 





ya i 


Se y I — 


— SSS 4 
No. 4734 — Brass Nozzle 
K'"M x Yy"F 





No. 4835 








No. 4926 Code: Trade 
Shoulder Nipple 
lron Extension Piece ” 
: ; Le” Brass 
34"F x 34"M No. Size Code 
af" 4903 \’” Tropic Code: Trim 
ne : a 4904 14" — Trot 
ode: Tuba 4905 3” — Troy 
‘Uh if tif US: 
co © . 
NOR 3 FIXTURE LOOPS 
No. 4400 — 14” Male 
ADJUSTABLE CROSS THREADED NIPPLE : 
Code: Tower 
No. 4901 — Chain Pliers BAR No. 4839 
: _—— if uv 
An essential tool for the ee leh ete \%" x %" Brass No. 4401 vA gf orci 
kit bag and work bench. ye ae eda Code: Toxin 
Saves time and worry. For 1000 vis: tue Bal Brush Brass 
all sizes of chain. 1001 6°-10 Tip No. 4840 Rich Gilt 
Code: Trophy 14" x 7%" Brass 
Code: Troop 
No. 4834 





36"”x%1" Iron 











Code: Tribe No. 4920 


Bracket Coupling 
36"F x 144" F-Brass 
Chae Pc 








No. 4431 — 2” Links No. 4932 
EH EOREL : Sarat . Te it 
Steel Fixture Chain 1g” lron Lock Nuts ARTES ATERET : 
Code: Toy Code: Tuck No. 4832 
, Running Thread 
BRA g 
we poses 10 yards Nauaoa3 SS REDUCERS 14" x 36” Brass 
Finish: Brush Brass No. Size Code Code: Treat 
34” lron Fixture Nut Ag ” ” ” 
Sicdulare Bronzereh 8 4 ¢ fsa) uts 4739 34"”x \%" Trait 36" x 24” lron 
zi ode: Tuna 4740 "to \%” Tram Code: Trend 
owntone : g" fs yj" x 24” lron 
4741 3%%"x\%" Trap fe ‘ a 
ode: Tria 


(5, ) 











